Forged steel globe valve supplier in UAE 


Middleeast valve is one ofthe best Forged steel globe valve supplier in UAE. We supply to cities like 
Ajman, Kalba, and Hatta. 


A forged steel globe valve is a type of industrial valve used to control the flow of fluids (such as 
gases, liquids, or steam) in pipelines. It belongs to the family of globe valves, which are characterized 
by a spherical body shape and a movable disk or plug (the globe) that controls the flow through the 
valve. 

Here's a breakdown of the key features and working principle of a forged steel globe valve: 


Construction and Material: 


Forged steel globe valves are constructed using forged steel materials, making them durable and 
capable of withstanding high pressures and temperatures commonly found in industrial applications. 


Body Design: 


The body of a forged steel globe valve is generally spherical or globe-shaped, hence the name. The 
body houses the movable disk (globe) and the valve stem. 


Disk or Globe: 


The disk, often referred to as the globe, is a movable component inside the valve. It is connected to 
the valve stem and can be raised or lowered to regulate the flow of fluid through the valve. 


Valve Stem: 


The valve stem is connected to the globe and extends outside the valve body. It is used to control 
the position of the globe by raising or lowering it, thereby adjusting the flow through the valve. 


Flow Regulation: 


When the valve is in the closed position, the globe is lowered, preventing or significantly restricting 
the flow of fluid through the valve. 


To open the valve and allow fluid to flow, the valve stem is turned or raised, lifting the globe and 
creating a passage for the fluid to pass through. 


In the UAE, you can find reliable suppliers of Forged Steel Globe Valve, which are designed for 
precise flow control and regulation. These globe valves are particularly well-suited for applications 
that demand precise flow management, thanks to their linear motion design. By adjusting the 
position of the globe within the valve, you can accurately control the flow rate. This makes globe 
valves an excellent choice for applications where precise flow control is crucial. 


Description: 


Body Material: [F3, F304, F316, F31L, F51, F55, F91, SS304, SS316, SS316L, SS904L] 

Class: 150 to 2500; PN10 to PN 450 

Size: DN 10 to DN 1200 

Ends: Buttweld, Flanged, Socket weld, Threaded 

Operations: Hand-wheel operated , Pneumatic actuated , Electric actuated , Gear operated 
Advantages of forged steel globe valve: 


Strength and durability 
Corrosion resistance 


Wear resistance 


Tight sealing 

Industries of forged steel globe valve: 
1.Chemical 

2.Oil and gas 

3.Power generation 

4.Water and wastewater 

Applications of forged steel globe valve: 
ePiping in small sizes. 

ePlumbing sector. 

eProvide flow control. 

eProvide leak tightness. 

ePumps and compressors. 

eUsed as an emergency shutdown valve 


Visit us:- https://www.middleeastvalve.com/product-category/forged-steel-globe-valve/ 


